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AMBERX WHITE 27D° SCALE 



ALL ELECTRIC GAUGES PERFORM SELF CHECK NEEDLE SWEEP ON START-UP 

ALSO AVAILABLE IN 60mm (2 3/8") 




216BFWABOSM 216BFWAEBOSM 216BFWAOPSM 216BFWAEGTSM 



MECHANICAL 
52mm BOOST GAUGE 



ELECTRICAL 
52mm BOOST GAUGE 
( w/ sensor ) 



ELECTRICAL 
52mm OIL PRESSURE GAUGE 
( w/ sensor ) 



ELECTRICAL 
52mm EXHAUST GAS 
TEMP GAUGE 

( w/ sensor ) 




216BFWAOTSM 

ELECTRICAL 
52mm OIL TEMP GAUGE 
( w/ sensor ) 





216BFWAWTSM 

ELECTRICAL 
52mm WATER TEMP GAUGE 
( w/ sensor ) 




216BFWAFPSM 

ELECTRICAL 
52mm FUEL PRESSURE GAUGE 
( w/ sensor ) 



IGNITION OFF 




216BFWAVOSM 

ELECTRICAL 
52mm VOLT GAUGE 




216BFWAAFSM 

ELECTRICAL 
52mm AIR/FUEL RATIO GAUGE 





-STEPPER MOTOR MOVEMENT 



-NO CONTROLLER NEEDED 



-SENDER INCLUDED 



WWW.PRDSPDRTGAUGES.CDM 
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BLUE/WHITE 27D° SCALE 
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GREEN/WHITE 27D° SCALE 



ALL ELECTRIC GAUGES PERFORM SELF CHECK NEEDLE SWEEP ON START-UP 



216BFWGBOSM 

MECHANICAL 
52mm BOOST GAUGE 



216BFWGEBOSM 

ELECTRICAL 
52mm BOOST GAUGE 
( w/ sensor ) 



216BFWGOPSM 

ELECTRICAL 
52mm OIL PRESSURE GAUGE 
( w/ sensor ) 



216BFWGEGTSM 

ELECTRICAL 
52mm EXHAUST GAS 
TEMP GAUGE 
( w/ sensor ) 



216BFWGOTSM 

ELECTRICAL 
52mm OIL TEMP GAUGE 

( w/ sensor ) 



216BFWGWTSM 

ELECTRICAL 
52mm WATER TEMP GAUGE 
( w/ sensor ) 



O 



216BFWGVOSM 

ELECTRICAL 
52mm VOLT GAUGE 



216BFWGFPSM 

ELECTRICAL 
52mm FUEL PRESSURE 
GAUGE 
( w/ sensor ) 



-STEPPER MOTOR MOVEMENT 



-NO CONTROLLER NEEDED 



-SENDER INCLUDED 



IGNITION OFF 



WWW.PRDSPDRTGAUGES.CDM 




AMBER/WHITE 27D° SCALE 



FULLY PROGRAMABLE WARNING FUNCTION 




238JDMBO 238JDMOP 

ELECTRICAL ELECTRICAL 

60mm BOOST GAUGE 60mm OIL PRESSURE GAUGE 
( w/ sensor ) ( w/ sensor ) 




238JDMOT 238JDMEGT 

ELECTRICAL ELECTRICAL 

60mm OIL TEMP GAUGE 60mm EXHAUST GAS TEMP GAUGE 
( w/ sensor ) ( w/ sensor ) 




ELECTRICAL 
60mm WIDEBAND AIR FUEL RATIO GUAGE 
( w/ Bosch sensor ) 




Premium Waterproof Boost Sender 

INCLUDED WITH PREMIUM EVO AND 
JDM SERIES BOOST GAUGES 



-DUAL DISPLAY 
-JAPANESE STEPPER MOTOR MOVEMENT 
-PLUG & PLAY WIRING 
-OPEN AND CLOSING CEREMONY 
-DAISY CHAIN 
-WARNING MODE 
-2 COLORS IN 1 GAUGE 
-BLACKED OUT WHEN OFF 
-INCLUDES MOUNTING CUP 



WWW.PRDSPDRTGAUGES.CDM 



AMBER/ WHITE 27D° SCALE 



FULLY PROGRAMABLE WARNING FUNCTION + PEAK RECALL ABILITY 
ALSO AVAILABLE IN 60mm (23/8") 
ALSO AVAILABLE IN METRIC SCALE (BAR + °C) 

216SMBOSWL270-PK 216SMOPSWL270-PK 216SMVOSWL270-PK 216SMFPSWL270-PK 

ELECTRICAL ELECTRICAL ELECTRICAL ELECTRICAL 

52mm BOOST GAUGE 52mm OIL PRESSURE GAUGE 52mm VOLT GAUGE 52mm FUEL PRESSURE GAUGE 

( w/ sensor ) ( w/ sensor ) ( w/ sensor ) ( w/ sensor ) 





216SMWTSWL270-PK 

ELECTRICAL 

52mm WATER TEMP GAUGE 
( w/ sensor ) 




216SMOTSWL270-PK 

ELECTRICAL 

52mm OIL TEMP GAUGE 
( w/ sensor ) 




216SMTASWL270-PK 

ELECTRICAL 
52mm TACHOMETER 
0-10,000 R.RM. 




216SMEGTSWL270-PK 



ELECTRICAL 
52mm EXHAUST GAS TEMP 
GAUGE 
( w/ sensor ) 



216SMCKSWL270 

ELECTRICAL 
52mm 12V DIGITAL CLOCK 



216SMAFRSWL-PK-WB 

52mm PREMIUM WIDEBAND 
AIR FUEL RATIO KIT 
(Amber / White) 



-STEPPER MOTOR MOVEMENT 

-PLUG & PLAY WIRING 

-OPEN AND CLOSING CEREMON' 

-DAISY CHAIN 

-PEAK RECALL & WARNING 

-2 COLORS IN 1 GAUGE 

-BLACKED OUT WHEN OFF 

-INCLUDES MOUNTING CUP 



WWW.PRDSPDRTGAUGES.CDM 
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BLUE/WHITE 27D° SCALE 







MOUNTING CUP INCLUDED 



WITH ALL PREMIUM SERIES GAUGES 



WWW.PRDSPDRTGAUGES.CDM 
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PSBOLCD 

ELECTRICAL 
52mm BOOST GAUGE 
(w/ sensor) -14 -45 PSI 



PSOPLCD 



PSEGTLCD 



PSWTLCD 

ELECTRICAL 
52mm WATER TEMP GAUGE 
( w/ sensor ) 68T - 302T 



PSSITLCD-BL 

ELECTRICAL 
52mm INTAKE TEMP GAUGE 
( w/ Instant Read sensor ) 



143 1^3 ,43 



ELECTRICAL ELECTRICAL 
52mm OIL PRESSURE GAUGE 52mm EXHAUST GAS TEMP GAUGE 
( w/ sensor ) 0 - 145 PSI ( w/ sensor ) 390 F - 2190 F 



PSOTLCD 

ELECTRICAL 

52mm OIL TEMP GAUGE 
(w/ sensor ) 68T - 302T 
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216SAFLED-Blue 

ELECTRICAL 
52mm AIR FUEL RATIO GAUGE 
(Blue LED Display) 



PSCKLCD-BL 

ELECTRICAL 
52mm 12V DIGITAL CLOCK 
(Blue LED Display) 



PSVOLCD 

ELECTRICAL 
52MM DIGITAL VOLT GAUGE 



Gb 06 



PSDITLCD-BL 



216SAFLED-Amber 



ELECTRICAL ELECTRICAL 

52mm DUAL INTERCOOLER 52mm AIR/FUEL RATIO GAUGE 
TEMP GAUGE (Amber LED Display) 

( w/ Instant Read sensor ) 



PSCKLCD-AM 

ELECTRICAL 
52mm 12V DIGITAL CLOCK 
(Amber LED Display) 



BDmmXBBmm 



314SMTASWL270-PK 

ELECTRICAL 
80mm TACHOMETER 
0- 10,000 RPM 
White. Amber, Blue display 



343SMSPSWL-PKMPH 
ELECTRICAL 



95mm SPEEDOMETER GAUGE % \ • ' 

White. Amber, Blue display Yr=:===^^ 
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314SMBOSWL270-PK 
ELECTRICAL 80mm 
BOOST /VAC 
White, Amber, Blue display 



343SMTASWL-PK 
ELECTRICAL 
95mm TACHOMETER 
0- 10,000 RPM 
White. Amber, Blue display 



All Wideband AFR kits include: 
-Gauge 

-All plug & play wiring harness 
-Bosch 4.9 heated 0^ sensor 
-Weld in Bung 
-Visor 

-Instructions 
-Free tech support 

-0-5 volt output signal for data logging 
and 0-1 volt signal for ECU 







PSAFRLCD-WB BLUE 

52mm WIDEBAND AIR/FUEL 
RATIO KIT 

(Blue LED Display) 



PSAFRLCD-WB-AMBER 

52mm WIDEBAND AIR/FUEL 
RATIO KIT 
(Amber LED Display) 



216SMAFRSWL-PK-WB 

52mm PREMIUM WIDEBAND 
AIR FUEL RATIO KIT 
(Amber /White) 



216SMWBAFRSWL-PK-WB 

52mm PREMIUM WIDEBAND 
AIR FUEL RATIO KIT 
(Blue / White) 
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238EVOWT-PK 



ELECTRICAL 
60mm WATER TEMP GAUGE 
( w/ sensor ) 



238EVOOT-PK 



ELECTRICAL 
60mm OIL TEMP GAUGE 




238EVOVO-PK 



ELECTRICAL 
60mm VOLT GAUGE 



( w/ sensor ) 
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216EVOWGBO 216EVOWGOP 216EVOWGFP 

ELECTRICAL ELECTRICAL ELECTRICAL 

52mm BOOST GAUGE 52mm OIL PRESSURE GAUGE 52mm FUEL PRESSURE GAUGE 
( w/ sensor ) ( w/ sensor ) ( w/ sensor ) 




216EVOWGWT 



ELECTRICAL 
52mm WATER TEMP GAUGE 
( w/ sensor ) 




216EVOWGOT 

ELECTRICAL 
52mm OIL TEMP GAUGE 
( w/ sensor ) 




216EVOWGVO 



ELECTRICAL 
52mm VOLT GAUGE 
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UPPER RADIATOR 
HOSE ADAPTER PSFPSTF 



ATTACHMENT FOR OIL TEMP 
& OIL PRESSURE SENSORS 

*PSOPOT M20XP1.5 
*PSOPOTM22XP1.5 
*PSOPOT3/4 UNF-16 
*PSOPOT 3/4UNF16-22MM 
*PSOPOT 13/16 UNF-16 



ATTACHMENT FOR 
WATER TEMP SENSORS 

PSWT-3-28MM 
PSWT-3-30MM 
PSWT-3-32MM 
PSWT-3-34MM 
PSWT-3-38MM 



PRESSURE SENDER 
T-FITTING ADAPTER 




PS21691B PSNUT 

REMOTE OIL PRESS/TEMP SUBARU OIL 

SENDER INSTALLATION KIT GALLEY PLUG 



PSMETKIT 



METRIC ADAPTER KIT 
M16X1.5 
M14X1.5 
M12X1.0 
MIOxl.O 
1/8" BSP 






216SC 



PS21691B 



52mm MOUNTING STRAP 
( GUN METAL COLOR ) 



52mm MOUNTING CUP 
( BLACK PLASTIC ) 



PS2165MCUP 

PREMIUM SERIES 
52mm MOUNTING CUP 
( BLACK PLASTIC ) 



Please visit our website to see many more products and installation accessories 
WWW.PRDBPDRTGAUGES.CDM 




phone: (727) 572-9011 
email: sales@prosportgauges.com 

1 1930 31st Court N. St. Petersburg FL 33716 

www.pro5portgauge5.com 



